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ROME/TAIPEI FOR RSO; FF/HK FOR OIC/RTC FROM SY/OPS/T 
E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: CABINET X-RAY SYSTEMS 

1. MANUFACTURER ADVISES THAT TORR X-RAY MODEL 150 TABLETOP 
FLUOROSCOPIC CABINET X-RAY SYSTEMS WILL BE SHIPPED FROM CAL- 
IFORNIA PLANT ON 28 FEBRUARY TO ROME AND TAIPAI. 

2. WHEN THE UNITS HAVE ACTUALLY BEEN SHIPPED, WE WILL PRO- 
VIDE WAYBILL NUMBERS, ETC. 

3. POSTS PLEASE NOTIFY RTCS WHEN THESE UNITS ARE RECEIVED. 

4. IT IS ESSENTIAL THAT TECHNICAL SECURITY OFFICERS INSTALL 
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AND CHECK THE X-RAY SYSTEMS BEFORE THEY ARE PLACED IN 
OPERATION. 
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